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TABLE  3   (continued)

Generic Economies

Direct  Component  Proportion by
Representative Energy   Systems

Regional Data       Growth Rate   Centralized      WECS Conventional Energy Systems
 %    Rank     %   Rank      %   Rank
	Solar Collector Technologies*
 %   Rank

Non-SMSA, Large
	

11.  All           1.98    9    65. A   11     65.6    10
	65,5   11

Non-SMSA, Small
	

12. Northeast      1.22   15    66.0   10     67.1    7
	66.0   10

13.  Southeast      1.96   10    71.4    5     70.0    5
	71.8    5

14.  East North
	

Central        1.62   13    70.0    6     70.9    3
	70.0    6

15.  West North
	

Central        1.93   11    77.0    I     74.9    1
	77.4    1

16.  West South
	

Central        1.91    12    74.0    2     71.6     2
	74.4    2

17. West          3.83    3    73.2    3     71.0    4
	73.6    3

U.S.A.         2.39
	

'including photovoltaics.
8.
